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1 * ^ urla € this reporting period several meetings were held with Real Estate and 

r !?!! Be ? tativ !^ “* th «y offered several suggestions and improve- 
ments to the original receiver building room layouts. In particular, the 

lounge and restrooms were rearranged, and all room dimensions layed out on 
16 foot centers to conform with structural requirements . 

». Originally, air conditioning was considered to be a major cost item running to 

SoMsi n rth!^???< f0r A central duct syate® 8 ai® high cost meant com- 

the bulging size, so it was decided to use window units in the shop 

2rta2!*i!i S q ST °L ro0f units ** * b « mi * equipment room bringing the / 
$4 200^™ t0 ^ ,95 ° f ° r 20 1x508 * Inlt1 *- 1 installation will be 13 tons at 

! * S?L g !S! rat0 ^ nd w r® house building includes space for 2-100 KW generators, 
shop area, office and emergency transmitter area, and 750 square feet of 
storage space • 
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4. The estimated cost for the receiver building (3500 sq. ft.) and the warehouse 
and generator building (1400 sq,. ft.) including air conditioning and all 
compound work, is $85,000 to $90,000. This is considered to be on the "heavy 
side”. Total amount budgeted for all construction is $100,000. 

5. General work on teletype and radio circuit layout was started and the 
impossibility of designing an equipment layout to please everyone was demon- 
strated. 
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